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MODERN  FIXTURES 
DESIGNED  F  0  ' 


BEAUTY  AND  DIST 

ODAY’S  d  esign  ca  I  Is  for 
the  conservation  of  all  metals  vital  to  the  emergency. 
Here  is  a  smart  group  of  lighting  fixtures  designed  in 
keeping  with  this  program.  Glass  plays  an  important 
role  in  making  these  new  units  both  practical  and  dis¬ 
tinctive  in  their  application  ...  it  lends  itself  to  many 
beautiful  shapes  and  patterns  which  provide  an  abun¬ 
dance  of  cheerful  light.  These  fixtures  may  be  installed 
in  either  new  or  older  homes  .  .  .  their  practical  beauty 
wi  II  add  a  worthy  touch  of  charm  to  any  setting  .  .  . 
their  economical  cost  is  in  keeping  with  the  most  mod¬ 
est  of  budgets. 
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~the  JldWcet 


To  enhance  the  beauty  of  the  LAUREL  SERIES  we  have  finished  the  glass  bowls  in  Ivory 
Enamel.  This  diffuses  the  light  sufficiently  to  eliminate  glare,  and  the  crystal  hi-lights  add  the 
sparkle  that  makes  them  exceptional  in  eye-appeal. 


2025 


No.  V-1515 

1  Light  Pendant 
30"  Overall  -  15*2"  Spread 
Packed  individually  4  to  Unit 
Finish:  Ivory  Enamel 

150  Watt  Capacity  Code:  AEAE 


No.  V-1525 

1  Light  Semi-Ceiling 
13"  Overall  -  1  5  *£"  Spread 
Packed  individually  4  to  Unit 
Finish:  Ivory  Enamel 

1  50  Watt  Capacity  Code:  AEBE 


No.  V-2025 

3  Light  Semi-Ceiling 
8"  Overall  -15*$"  Spread 
Packed  individually  4  to  Unit 
Finish:  Ivory  Enamel 

225  Watt  Capacity  Code:  BKBE 


No.  V-2015 

3  Light  Pendant 
30"  Overall  -  15*£"  Spread 
Packed  individually  4  to  Unit 
Finish:  Ivory  Enamel 

225  Watt  Capacity  Code:  BKAE 


~The.  Aianot 

Finished  in  French  Crystal  with  clear  crystal  hi-lighted  glass  canopy,  the  fixtures  in  THE  MANOR 
SERIES  blend  harmoniously  with  the  smart  architecture  of  today  and  fit  the  purse  of  those  who 
buy  with  an  eye  to  economy. 


1015 


No.  V-4012 

2  Light  Pendant 
30"  Overall  -  12/^"  Spread 
Packed  individually  4  to  Unit 
Finish:  French  Crystal 

150  Watt  Capacity  Code:  DKAB 


No.  V-1025 

3  Light  Semi-Ceiling 
9"  Drop  -  1  5 T6"  Spread 
Packed  individually  4  to  Unit 
Finish:  French  Crystal 

225  Watt  Capacity  Code:  AKBE 


No.  V-4022 

2  Light  Semi-Ceiling 
6V2"  Drop  -  12^"  Spread 
Packed  individually  4  to  Unit 
Finish:  French  Crystal 

1  50  Watt  Capacity  Code:  DKBB 


No.  V-1015 

3  Light  Pendant 
30"  Overall  -  15^6"  Spread 
Packed  individually  4  to  Unit 
Finish:  French  Crystal 

225  Watt  Capacity  Code:  AKAE 


Page  V-4 


This  group  of  fixtures  offers  something  distinctly  different  in  design.  Pressed  glass  has  replaced 
metal  where  it  was  possible  to  do  so.  Hi-lights  on  the  glass  canopy  assure  you  of  additional 
beauty  and  sparkle. 


mm 


9015 


No.  V-901  5 

3  Light  Pendant 
30"  Overall  -  1  5}^"  Spread 
Packed  individually  4  to  Unit 
Finish:  Ivory  Enamel 

225  Watt  Capacity  Code:  IKAE 


No.  V-9025 

3  Light  Semi-Ceiling 
9"  Overall  -  1  5 Spread 
Packed  individually  4  to  Unit 
Finish:  Ivory  Enamel 

225  Watt  Capacity  Code:  IKBE 


No.  V-9022 

2  Light  Semi-Ceiling 
8"  Overall  -  123/Sj,/  Spread 
Packed  individually  4  to  Unit 
Finish:  Ivory  Enamel 

150  Watt  Capacity  Code:  IKBB 


No.  V-901 2 

2  Light  Pendant 
30"  Overall  -  12/^"  Spread 
Packed  individually  4  to  Unit 
Finish:  Ivory  Enamel 

150  Watt  Capacity  Code:  IKAB 
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e.  Ateteclltl 

Th  ese  beautiful  pieces  are  truly  as  modern  as  tomorrow  in  their  superlative  lighting  quality. 
You  may  well  be  proud  to  install  THE  MEREDITH  designs  in  your  charming  home. 


1936 


No.  V-1936 

3  Light  Pendant 
30"  Overall  -  16"  Spread 
Packed  individually  4  to  Unit 
Finish:  Ivory  &  Gold 

225  Watt  Capacity  Code:  AICF 


No.  V-1951 

1  Light  Bracket 

Backplate  x  11  x/i"  -  Extension  4" 
Packed  individually  1  2  to  Case 
Finish:  Ivory  &  Gold 

60  Watt  Capacity  Code:  AIEA 


No.  V-1952 

2  Light  Semi-Ceiling 
7"  Overall  -  12"  Spread 
Packed  individually  4  to  Unit 
Finish:  Ivory  &  Gold 


1  50  Watt  Capacity 


Code:  AIEB 


No.  V-1956 

3  Light  Semi-Ceiling 
7"  Overall  -  16"  Spread 
Packed  individually  4  to  Unit 
Finish:  Ivory  &  Gold 

225  Watt  Capacity  Code:  AIEF 
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The  glassware  has  a  rich  two-tone  finish  of  Beige  with  crystal  trim  that  adds  a 
beautiful  sparkling  effect. 


2523 


No.  J-1105 


3  Light  Fixture 

Overall  Length  36"  -  Spread  1  5%" 
Packed  individually  with  Glassware 
4  to  Unit 

Finish:  Suntint  Bronze 


225  Watt  Capacity  Code:  AAKE 


No.  J-1125 

3  Light  Fixture 

Overall  length  1  0%"  -  Spread  15%" 
Packed  individually  with  Glassware 
4  to  Unit 

Finish:  Suntint  Bronze 
225  Watt  Capacity  Code:  AABE 


No.  J-2523 


3  Light  Fixture 

Overall  Length  10%"  -  Spread  12^" 
Packed  individually  4  to  Unit 
Finish:  Suntint  Bronze 

1  80  Watt  Capacity  Code:  BEBC 


No.  J-2503 


3  Light  Fixture 

Overall  Length  36"  -  Spread  12^,/ 
Packed  individually  4  to  Unit 
Finish:  Suntint  Bronze 

180  Watt  Capacity  Code:  BEKC 


~Tl e. 


utne 


A  combination  of  real  beauty  and  design.  One  of  the  greatest  values  we  have  ever  offered. 
The  sterling  qualities  of  semi-indirect  lighting  have  never  been  combined  at  so  low  a  cost  before. 


2116 


2126 


2123 


2113 


No.  V-2116 

1  Light  Fixture 

Length  overall  36"  -  Spread  16" 
Packed  individually  4  to  Unit 
Finish:  Light  Ivory  and  Gold 
with  Crystal  Trim 

200  Watt  Capacity  Code:  BAAF 


No.  V-2126 

1  Light  Fixture 

Depth  overall  1  3T6"  -  Spread  16" 
F*acked  individually  4  to  Unit 
Finish:  Light  Ivory  and  Gold 
with  Crystal  Trim 

200  Watt  Capacity  Code:  BABF 


No.  V-2123 

1  Light  Fixture 

Depth  overall  12 Y2"  -  Spread  13T£* 
Packed  individually  4  to  Unit 
Finish:  Light  Ivory  and  Gold 
with  Crystal  Trim 

150  Watt  Capacity  Code:  BABC 


No.  V-2113 

1  Light  Fixture 

Length  overall  36"  -  Spread  13^" 
Packed  individually  4  to  Unit 
Finish:  Light  Ivory  and  Gold 
with  Crystal  Trim 

150  Watt  Capacity  Code:  BAAC 
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'The  (dLend&U  ddetiel 


In  the  GLENDALE  SERIES  one  finds  the  light  qualities  prescribed  and  recommended  by  leading 
lighting  specialists,  at  a  cost  well  within  the  reach  of  the  most  modest  budget. 


3035 


3001 


No.  V-3035-IG 

5  Light  Pendant 
30"  Overall  -  19"  Spread 
Packed  individually  4  to  Unit 
Finish:  Ivory  &  Gold 

200  Watt  Capacity  Code:  CJCEIG 


No.  V-3025-IG 

5  Light  Semi-Ceiling 
13"  Overall  -  19"  Spread 
Packed  individually  4  to  Unit 
Finish:  Ivory  &  Gold 

200  Watt  Capacity  Code:  CJBEIG 


No.  V-3001-IG 

1  Light  Bracket 

Backplate  4%"  x  4%"  -  Extension  6}^" 
Packed  individually  1  2  to  Case 
Finish:  Ivory  &  Gold 

40  Watt  Capacity  Code:  CJJAIG 


No.  V-3033-IG 

3  Light  Pendant 
30"  Overall  -  1  7"  Spread 
Packed  individually  4  to  Unit 
Finish:  Ivory  &  Gold 

120  Watt  Capacity  Code:  CJCCIG 


No.  V-3023-IG 


3  Light  Semi-Ceiling 
13"  Overall  -  17"  Spread 
Packed  individually  4  to  Unit 
Finish:  Ivory  &  Gold 


120  Watt  Capacity  Code:  CJBCIG 
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Here  is  a  selection  of  bedroom  fixtures  that  speak  for  themselves.  Modern  in  design  with  a  wide 
variety  of  finishes  that  will  satisfy  the  most  exacting  taste. 


471 


571 


810 


710 


No.  J-471-H 

Finish:  Honey  Tint  Code:  DGAH 

No.  J-471-1 

Finish:  Ivory  Tint  Code:  DGAI 

No.  J-471-R 

Finish:  Rose  Tint  Code:  DGAR 

No.  J-471-G 

Finish:  Green  Tint  Code:  DGAG 

1  Light  Fixture  -100  Watt  Capacity 
9"  Overall  -  10"  Spread 
Packed  individually  6  to  Case 

No.  V-810 

2  Light  Ceiling  Fixture 
8"  Overall  -  10"  Spread 
Packed  individually  6  to  Case 
Finish:  Ivory  with  Glass  Canopy 
1  50  Watt  Capacity  Code:  H AK 


No.  Spread  Glass  Depth  Lights  Pkg.  Code 

J-306  11J4"  6"  4"  1  6  CKF 

J-308  1334"  8"  434"  2  6  CKH 

J-310  1534"  10"  434"  3  6  CAF 

Maple  Finish  on  the  Holder,  Ivory  Glass  with 
Maple  Trim  and  Crystal  Bottom 


No.  J-2543 

3  Light  Ceiling  Fixture 
8"  Drop  -  1  2 34"  Spread 
Packed  individually  4  to  Unit 
180  Watt  Capacity  Finish:  Ivory  &  Gold 


No.  J-571-C 

Finish:  French  Crystal  Code:  EGAC 

No.  J-571-1 

Finish:  Ivory  Code:  EGAI 

No.  J-571-R 

Finish:  Rose  Code:  EGAR 

No.  J-571-B 

Finish:  Blue  Code:  EGAB 

No.  J-571-G 

Finish:  Green  Code:  EGAG 

1  Light  Fixture  -  100  Watt  Capacity 
9"  Overall  -  10"  Spread 
Packed  individually  6  to  Case 

No.  V-710 

2  Light  Ceiling  Fixture 
8"  Overall  -  10"  Spread 
Packed  individually  6  to  Case 
Finish:  Colonial  Cut  with  Glass  Canopy 
1  50  Watt  Capacity  Code:  G AK 
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Why  not  replace  those  out-moded  bedroom  fixtures  of  yesteryears  with  your  selection  of  one 
of  these  up-to-the-minute  designs. 


No.  V-451-R 

Finish:  Rose  Code:  DEAR 


No.  V-441-R 

Finish:  Rose  Code:  DDAR 


No.  V-451-1 

Finish:  Ivory  Code:  DEAI 

1  Light  Fixture  -  100  Watt  Capacity 
9"  Overall  -  103^"  Spread 
Packed  individually  6  to  Carton 

No.  V-561-R 

Finish:  Rose  Code:  EFAR 


No.  V-561-1 


Finish:  Ivory 


Code:  EFAI 


No.  V-561-F 

Finish:  French  Crystal  Code:  EFAF 

1  Light  Fixture  -  75  Watt  Capacity 
VA”  Overall  -  10^"  Spread 
Packed  individually  6  to  Case 


No.  V-1010-R 

Finish:  Rose  Code:  AKAKR 

No.  V-1 01 0-1 

Finish:  Ivory  Code:  AKAKI 

No.  V-1010-F 

Finish:  French  Crystal  Code:  AKAKF 

1  Light  Fixture  -100  Watt  Capacity 
9"  Overall  -  lO/^"  Spread 
Packed  individually  6  to  Case 


No.  V-441-1 

Finish:  Ivory  Code:  DDAI 

No.  V-441  -F 

Finish:  French  Crystal  Code:  DDAF 

1  Light  Fixture  -100  Watt  Capacity 
9V2"  Overall  -  10 Spread 
Packed  individually  6  to  Case 

No.  J-461-R 

Finish:  Rose  Code:  DFAR 

No.  J -461  -I 

Finish:  Ivory  Code:  DFAI 

No.  J-461-B 

Finish:  Blue  Code:  DFAB 

1  Light  Fixture  -100  Watt  Capacity 
9"  Overall  -  10"  Spread 
Packed  individually  6  to  Case 
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These  lovely  bedroom  designs  are  available  in  a  fine  variety  of  colors  in  delicate  pastel  tones 
to  match  in  perfect  harmony  the  decorating  scheme  of  your  home.  The  colors  on  all  glassware 
are  fired  into  the  glass  and  will  not  fade,  wash  off  or  deteriorate. 


No.  J-1012-R 

Finish:  Rose  Code:  AKABR 

No.  J-1012-1 

Finish:  Ivory  Code:  AKABI 

No.  J-1012-F 

Finish:  French  Crystal  Code:  AKABF 

1  Light  Fixture  -  1  50  Watt  Capacity 

9x/i"  Overall  -  12"  Spread 
Packed  individually  4  to  Unit 

No.  J-711 

2  Light  Fixture  -150  Watt  Capacity 

9"  Overall  -  12"  Spread 
Packed  individually  4  to  Unit 
Finish:  Ivory  Code:  GAA 


No.  J -481  -G 

Finish:  Green  Tint  Code:  DFTAG 

No.  J-481-P 

Finish:  Peach  Tint  Code:  DHAP 

No.  J-481-B 

Finish:  Blue  Tint  Code:  DHAB 

No.  J -481  -F 

Finish:  Fawn  Tint  Code:  DFHAF 

1  Light  Fixture  -  100  Watt  Capacity 
9"  Overall  -  10"  Spread 
Packed  individually  6  to  Case 


No.  V-912 

1  Light  Fixture  -  1  50  Watt  Capacity 

9}/2>'  Overall  -  12"  Spread 
Packed  individually  4  to  Unit 
Finish:  French  Crystal  Code:  IAB 

With  Crystal  Hi-Lites 

No.  V-5022-1 

Finish:  Ivory  Code:  EKBBI 

No.  V-5022-R 

Finish:  Rose  Code:  EKB3R 

No.  V-5022-F 

Finish:  French  Crystal  Code:  EKBBF 

2  Light  Fixture  -  1  50  Watt  Capacity 

8"  Overall  -  12"  Spread 
Packed  individually  4  to  Unit 
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The  welcoming  glow  of  an  attractive  lantern  reflects  the  hospitality  awaiting  within  the  home. 


No.  V-767 

1  Light  Lantern 

Lantern  A"  x  33V'  -  Extension  6" 
Packed  individually  1  2  to  Case 
Finish:  Black  Enamel  -  Crystal  Screen  Glass 
Code:  GFG 


No.  V-1  72 

2  Light  Lantern 

9"  x  9"  x  33V'  -120  Watt  Capacity 
Packed  individually  1  2  to  Case 
Finish:  Black  Enamel  -  Silver  Moss  Glass 
Code:  JORDAN 


No.  V-1  76 


1  Light  Lantern 
Lantern  5 3V'  x  53V'  x  63 V' 
Packed  individually  1  2  to  Case 
Finish:  Black  Enamel  -  Silver  Moss  Glass 
Code:  JURIST 


No.  V-53/1 00 

1  Light  Lantern 
43V'  x  53V'  -  Extension  63V' 
Packed  individually  1  2  to  Case 
Finish:  Hi-Bake  Black 
Crystal  &  Black  Glass 
Code:  ECAKK 


No.  V-1  77 

1  Light  Lantern 
Backplate  10"  x  4%" 

Packed  individually  1  2  to  Case 
Finish:  Black  Enamel  -  Silver  Moss  Glass 
Code:  VIXEN 


No.  V-1 46 

Porch  Light 
Backplate  5" 

Packed  individually  24  to  Case 
Finish:  Hi-Bake  Black  Code:  ADF 


No.  V-1  71 

1  Light  Lantern 

Cage  6"  x  434"  -  Extension  63V' 
Packed  individually  1  2  to  Case 
Finish:  Black  Enamel  -  Crystal  Glass 
Code:  AGA 
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Wired  and  Packed  Complete  with  Glassware 


No.  J-60/3408 

Ribbed  Opal  Glass  -  834"  Diameter 
Synchrome  Holder.  Wired  Keyless 
4"  Fitter  -  1  50  watt  Capacity 
Packed  individually  6  to  Case 
Code:  FKCDKH 

No.  J-53/3406 

Ribbed  Opal  Glass  -  634"  Diameter 
Synchrome  Holder,  Wired  Keyless 
4"  Fitter  -  60  Watt  Capacity 
Packed  individually  1  2  to  Case 
Code:  ECCDKF 


No.  V-53/651 

Crystal  Lined  Glass  -  Prismatic  Bottom 
Synchrome  Holder  -  334"  Fitter 
Packed  individually  1  2  to  Case 
No.  V-53/651  Code:  FEA 

No.  V-53/651 -CO  Code:  FEACO 


No.  J-408 


SYNCHROME  CEILING  HOLDER 


No. 

Spread 

Depth 

No. 

Lights 

Std. 

Pkg. 

Code 

J-406 

634" 

434" 

1 

6 

DKF 

J-408 

834" 

4K" 

2 

6 

DKH 

J-410 

1034" 

4K" 

3 

6 

DAK 

No.  V-474-CO 

Crystal  Lined  Glass  -  Louvred  Bottom 
Glass  3H"  x  3H"  x  11" 

2  Light  Bracket  -  Synchrome  Holder 
Packed  individually  1  2  to  Case 
No.  V-474-CO  With  Outlet  Code:  DGDCO 
No.  V-474  Less  Outlet  Code:  DGD 

No.  J-62/3 501 

White  Enamel  Holder  -  Wired  Pull-chain 
Opal  Glass  -  60  Watt  Capacity  -  2  ]4"  Fitter 
Packed  individually  1  2  to  Case 

Code 

No.  J-62/3501  Less  Outlet  QUKR 

No.  J-62/3501  -CO  With  Outlet  QUKRCO 


No.  J-60/3908 

Louvred  Bottom  Glass  -  White  Bands 
Diameter  of  Glass  834"  -  4"  Fitter 
Synchrome  Keyless  Holder 
1  50  Watt  Capacity 
Packed  individually  6  to  Case 
Code:  ELLO 

No.  J-53/3906 

Louvred  Bottom  Glass  -  White  Bands 
Diameter  of  Glass  634"  -  60  Watt  Capacity 
Synchrome  Keyless  Holder  -  314"  Fitter 
Packed  individually  1  2  to  Case 
Code:  POP 

No.  J-53/3901 

Louvred  Bottom  Glass  -  White  Bands 
Synchrome  Pull-chain  Holder  -  334"  Fitter 
Packed  individually  1  2  to  Case 

Code 

No.  J-53/3901  Less  Outlet  ERP 
No.  J-53/3901  -CO  With  Outlet  ERPCO 
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Wired  and  Packed  Complete  with  Glassware 


60-808 


894 


- - 


No.  J-895 

2  Light  Fixtare 
Enameled  Glass  with 
Crystal  Bands  and  Bottom 
8"  Ceiling  Ring 
Packed  individually  6  to  Case 
Finish:  White  Enamel  Code:  HIE 

No.  J-899 

Same  as  above  with  10"  Ceiling  Ring 
Finish:  White  Enamel  Code:  Hll 


No.  J-53/806 

Enameled  Glass  with 
Crystal  Bands  and  Bottom 
3x/i"  Fitter  -  75  Watt  Capacity 
Packed  individually  1  2  to  Case 
Diameter  of  Glass  6J4" 

Finish:  White  Enamel  Code:  ECHKF 


No.  J-874-CO 

Enameled  Glass  with 
Crystal  Bands  and  Bottom 
Finish:  White  Enamel  -  3"  x  3 Y\'  x  11" 
Packed  individually  4  to  Unit 

Code 

No.  J-874-CO  With  Outlet  HGDCO 
No.  J-874  Less  Outlet  HGD 

No.  J-53/803 

1  Light  Bracket 
Enameled  Glass  with 
Crystal  Bands  and  Bottom 
3J4"  Fitter  -  60  Watt  Capacity 
Finish:  White  Enamel 
Packed  individually  1  2  to  Case 

Code 

No.J-53-803  Less  Outlet  PIE 
No.  J-53-CO-803  With  Outlet  PIECO 

No.  J-60/808 

Enameled  Glass  with 
Crystal  Bands  and  Bottom 
4"  Fitter  -  100  Watt  Capacity 
Packed  individually  6  to  Case 
Diameter  of  Glass  8T£" 

Finish:  White  Enamel  Code:  HKH 


No.  J -595 — 9 

No.  Std. 


No. 

Spread 

Depth 

Lights 

Pkg. 

Code 

J-594 

6" 

5" 

1 

6 

EJD 

J-595 

9" 

2 

6 

EJE 

J-599 

11" 

5%" 

2 

6 

EJJ 

J-596 

13" 

6" 

3 

1 

EJF 

J-597 

15" 

6V2" 

3 

1 

EJG 

Opal  Glassware  -  Synchrome  Ceiling  Type 
Wired  Complete 


No.  J-53/804 

Enameled  Glass  with 
Crystal  Bands  and  Bottom 
3x/i"  Fitter  -  60  Watt  Capacity 
Packed  individually  1  2  to  Case 
Finish:  White  Enamel  Code:  ECHKD 

No.  J-894 

1  Light  Fixture 
Enameled  Glass  with 
Crystal  Bands  and  Bottom 
6"  Ceiling  Ring 

Packed  individually  1  2  to  Case 
Finish:  White  Enamel  Code:  HID 
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With  Graceful  Contours  and  Harmonious  Finish 


293 


581 


6001 


2293 


_  No.  J-292-1 

1  Light  Fixture  -  5 x/i"  Ceiling  Ring 
Ivory  Glass  -  6%"  x  3%"  Deep 
Packed  individually  6  to  Case 
Finish:  Colonial  Brass  Code:  BIBI 

No.  J-581-1 

Finish:  Ivory  Code:  EHAI 

No.  J-581-R 

Finish:  Rose  Code:  EFHAR 

No.  J-581-B 

Finish:  Blue  Code:  EHAB 

No.  J-581  -G 

Finish:  Green  Code:  EFHAG 

1  Light  Fixture  -  75  Watt  Capacity 
Spread  61/£"  -  Drop  IW 
Packed  1  2  to  Case 

No.  J-293 

1  Light  Fixture  -  Opal  Glass 
Spread  7j^"  -  Depth  5" 

Packed  individually  6  to  Case 
Finish:  Synchrome  Code:  BIC 


No.  J -862-1 

Finish:  Ivory 

Code:  HEBI 

No.  J-862-R 

Finish:  Rose 

Code:  HEBR 

No.  J-862-B 

Finish:  Blue 

Code:  HEBB 

No.  J-862-C 

Finish:  French  Crystal  Code:  FHEBC 

2  Light  Fixture  -  80  Watt  Capacity 
Diameter  8"  -  Drop  5H" 
Packed  6  to  Case 

No.  V-6001 

1  Light  Fixture  with  Canopy  Switch 
Extension  A"  -  Backplate  1"  x  iW 
Ivory  Pocket  with  Gold  Tinted  Bands 
Packed  individually  1  2  to  Case 
Finish:  Ivory  -  60  Watt  Capacity 
Code:  FJJA 


No.  J-292-C 

1  Light  Fixture  -  5 3^"  Ceiling  Ring 
Colonial  Cut  Glass  -  x  3%"  Deep 

Packed  individually  6  to  Case 

Finish:  Colonial  Brass  Code:  BIBC 

No.  V-331 

Ivory  Reflector  with  Ivory  Glass  Bottom 
100  Watt  Capacity  -  Spread  10" 
Packed  individually  6  to  Unit 

Code:  CCA 

No.  J-2293-C 

Finish:  Colonial  Brass  Cut  Shade 

Code:  BBICC 

No.  J-2293-1 

Finish:  Colonial  Brass  Ivory  Glass 

Code:  BBICI 
One  Light  Fixture 
Spread  -  Depth  5" 

Packed  individually  6  to  Case 
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Unit 6  jj&Z  Kitcl 


en 


<yt 


toom 


Smartly  Styled  Designs  in  Snow-White  Porcelain 


219 


120-CO 


No.  V-215-CO 

Porcelain  Screwless  Holder 
with  White  Opal  Shade 
Diameter  Backplate  5" 

Packed  individually  1  2  to  Case 
Finish:  Plain  White 

Code 

No.  V-21  5-CO  With  Outlet  WACO 
No.  V-21 5  Less  Outlet  WAZA 


No.  V-52-CO 

Porcelain  Bracket 

Dimensions  A]/s"  x  7"  -  Extension  3%" 
Wired  with  Pull  Switch 
Packed  individually  1  2  to  Case 
Finish:  Plain  White 

Code 

No.  V-52-CO  With  Outlet  JERSEY 
No.  V-52  Less  Outlet  JIMSEN 


No.  V-1 18 

A"  Porcelain  Kitchen  Holder  with  Eyelet 
Diameter  Canopy  5^" 

Wired  with  Keyless  Receptacle 
Packed  individually  1  2  to  Case 
Finish:  Plain  White  Code:  AAH 

No.  V-1 17 

Porcelain  Beamlite 
Canopy  5%"  -  Wired  Keyless 
Packed  1 2  to  Case 

Finish:  Plain  White  Code:  AAG 


No.  V-110-CO 

Porcelain  Holder 
with  White  Opal  Glass 
Diameter  Backplate  5" 

Packed  individually  1  2  to  Case 
Finish:  Plain  White 

Code 

No.  V-110-CO  With  Outlet  AAKCO 
No.  V-110  Less  Outlet  AAK 


No.  V-130-CO 

Porcelain  Bracket 
Backplate  4"  x  7"  -  Extension 
Wired  Pull-chain 
Packed  individually  1  2  to  Case 
Finish:  Plain  White 

Code 

No.  V-1  30-CO  With  Outlet  ACKCO 
No.  V-1 30  Less  Outlet  ACK 


No.  V-219 

Vapor-proof  Bath  Unit 
Canopy  Ah/%" 
Packed  individually 
1  2  to  Case 
Finish:  White 
Code:  HALO 


No.  V-1 20-CO 

Porcelain  Bracket 
with  White  Opal  Glass 
Backplate  A"  x  7"  -  Extension  5" 
Wired  Pull-chain 
Packed  individually 
1 2  to  Case 

Code 

No.  V-1  20-CO  with  Outlet  ABKCO 
No.  V-1  20  less  Outlet  ABK 


VV 
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The  Senator,  Admiral  and  Emperor  Units  and  Cavalcade  Series 
Modern  Styling  and  High  Efficiency 


THE  SENATOR 


THE  CAVALCADE 


THE  COMMANDER 


THE  EMPEROR 


3806 


THE  ADMIRAL 


THE  SENATOR 

ENAMELED  COMMERCIAL  GLASSWARE 
WITH  LOUVRED  BOTTOMS 
Unsurpassed  for  Direct  Lighting 

Std. 

No.  Size  Fitter  Depth  Pkg.  Code 
J-3308  834"  4"  6V2"  12  CCIH 

J-3312  12"  6"  834"  4  CCAB 

J-3314  14"  6"  934"  2  CCAD 


THE  EMPEROR 

OPAL  COMMERCIAL  GLASSWARE 


Std. 


No. 

Size 

Fitter 

Depth 

Pkg. 

Code 

J-3508 

834" 

4" 

7" 

12 

CEJH 

J-3510 

10" 

4" 

734" 

8 

CEAJ 

J-3512 

12" 

6" 

m" 

4 

CEAB 

J-3514 

14" 

6" 

83T 

2 

CEAD 

J-3516 

16" 

6" 

934" 

2 

CEAF 

THE  CAVALCADE 

PRISMATIC  CRYSTAL  TOP 
ENAMELED  BOTTOM 
WITH  CRYSTAL  BULL'S-EYE 


Std. 


No. 

Size 

Fitter 

Depth 

Pkg. 

Code 

J-3807 

7" 

4" 

6" 

12 

CHJG 

J-3808 

834" 

4" 

634" 

12 

CHJH 

J-3813 

13" 

6" 

9" 

2 

CHAC 

No.  J-3806 

Open  Bottom  Shade  -  234”  Fitter 
Diameter  634"  -  Depth  534" 
Packed  1  2  to  Case 
Code:  CHJF 


THE  COMMANDER 

TENSOLITE  GLASS 
Std. 


No. 

Size 

Fitter 

Depth 

Pkg. 

Code 

J-2 

834" 

4" 

7" 

12 

TABBY 

J-4 

10" 

4" 

734" 

8 

TABOR 

J-6 

12" 

6" 

8" 

4 

TALON 

J-08 

14" 

6" 

834" 

2 

TAPER 

J-10 

16" 

6" 

11" 

2 

TENOR 

THE  ADMIRAL 

OPAL  COMMERCIAL  GLASSWARE 

Std. 


No. 

Size 

Fitter 

Depth 

Pkg. 

Code 

J-3406 

634" 

334" 

5" 

12 

CDKF 

J-3408 

834" 

4" 

634" 

12 

CDKH 

J-3412 

12" 

6" 

834" 

4 

CDAB 

J-3414 

14" 

6" 

934" 

2 

CDAD 
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For  General,  Store  and  Commercial  Lighting 


908 


114 

116 


519-D 

519 


No.  J-908 


No.  J-114 


Porch  Globe  -  314"  Fitter 
Finish:  Clear  Amber 
or  Crystal  Acid  Etched 
2M  dozen  to  Case 

Code:  I J  H 


No.  J-61 

Opal  Bathroom  Shade 
60  Watt  Capacity  -  2X/4"  Fitter 
Packed  36  to  Case 

Code:  JFA 


Diameter  6"  -  Depth  -  2\4"  Fitter 
Packed  72  to  Case  Code:  TOKIO 

No.  J-116 

Diameter  7"  -  Depth  5%"  -  23 4"  Fitter 
Packed  48  to  Case  Code:  TROUT 

No.  J-519-D 

Crystal  Bottom  Unit  -  Black  Decoration 
Code:  MASTER 


No.  J-576 

Black  Line  Decoration 
6"  Diameter  -  33 4"  Fitter 
234  dozen  to  Case 

Code:  TRUCK 


No.  J-519 

Crystal  Bottom  Unit  -  Plain  White 
Code:  MYSTIC 

Diameter  9 Yi"  -  Depth  123^"  -  6"  Fitter 
100-200  Watt  Capacity 
Packed  individually 


3502 


No.  J-3506 

Open  Bottom  Shade 
Diameter  bx/i'  -  Depth  5 -  Fitter  2x/4" 

Packed  1  2  to  Case  Code:  CEJF 

No.  J-3501 

Opal  Bathroom  Shade 
60  Watt  Capacity  -  2)4"  Fitter 
Packed  36  to  Case 

Code:  CEJA 

No.  J-3502 

Opal  Bathroom  Shade 
75  Watt  Capacity  -  2.14"  Fitter 
Packed  24  to  Case 

Code:  CEJB 
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REGULAR  CHAIN  TYPE 


46 


46-C 


REGULAR  CASING  TYPE 


REGULAR  CASING  TYPE  SPECIFICATIONS 


Catalog  No. 

Size  Fitter 

Socket 

Casing 

Length  Overall 

1  Std.  Pkg. 

Finish 

Code 

No.  V-45-C 

4" 

Medium 

Sectional 

24  inches 

24 

St.  Bronze 

TANG 

No.  V-46-C 

6" 

Medium 

Sectional 

24  inches 

24 

St.  Bronze 

TOGA 

No.  V-46-CM 

6 " 

Mogul 

Sectional 

24  inches 

24 

St.  Bronze 

TUFF 

No.  V-45-C 

4" 

Medium 

Sectional 

24  inches 

24 

Synchrome 

NATTY 

No.  V-46-C 

6" 

Medium 

Sectional 

24  inches 

24 

Synchrome 

SHARK 

No.  V-46-CM 

6" 

Mogul 

Sectional 

24  inches 

24 

Synchrome 

RIPPER 

CEILING  HOLDER  SPECIFICATIONS 

Catalog  No. 

Size  Fitter 

Socket 

Diameter  Canopy  Std.  Pkg. 

Finish 

Code 

No.  V-34 

4" 

Medium 

6  M" 

48 

St.  Bronze 

ARBOR 

No.  V-34 

4" 

Medium 

634" 

48 

Synchrome 

ORGAN 

No.  V-36 

6" 

Medium 

634" 

24 

St.  Bronze 

ARENA 

No.  V-36 

6" 

Medium 

6M" 

24 

Synchrome 

MUMMY 

CHAIN 

HANGER  SPECIFICATIONS 

Catalog  No. 

Size  Fitter 

Socket  Le 

ngth  Overall 

Canopy  Type 

Std.  Pkg. 

Finish 

Code 

No.  V-45 

4" 

Medium 

30" 

Strap 

24 

St.  Bronze 

CARLIE 

No.  V-45 

4" 

Medium 

30" 

Strap 

24 

Synchrome 

CAP 

No.  V-46 

6" 

Medium 

30" 

Strap 

24 

St.  Bronze 

GEORGE 

No.  V-46 

6" 

Medium 

30" 

Strap 

24 

Synchrome 

KITE 

No.  V-46-M 

6" 

Mogul 

30" 

Strap 

24 

St.  Bronze 

GOPHER 

No.  V-46-M 

6" 

Mogul 

30" 

Strap 

24 

Synchrome 

KITTY 
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Smooth  Flowin 


ite  Designs 


62-E 


62-CO 


53-CO 


53-E 


No.  V-62-E 

Streamline  Bath  Bracket  or  Ceiling  Holder 
Diameter  of  Canopy  434"  -  234"  Fitter 
Bare  with  Strap 

Packed  individually  60  to  Case 
Finish:  White  Enamel  Code:  FBEW 
Synchrome  FBES 


No.  V-53-E-CO 

Streamline  Holder  -  Bare  with  Strap 
Convenience  Outlet 
Diameter  Canopy  434"  -  Fitter  334" 
Packed  individually  48  to  Case 
Finish:  White  Enamel  Code:  ECECO 
Synchrome  ECES 


No.  V-60-E 

Streamline  Kitchen  Holder 
Diameter  Canopy  5  34"  -  4"  Fitter 
Bare  with  Strap 

Packed  individually  48  to  Case 
Finish:  White  Enamel  Code:  FJEW 
Synchrome  FJES 

No.  V-53-C 

Streamline  Porch  Ring  -  Bare  with  Strap 
Diameter  Canopy  434"  -  Fitter  334" 
Packed  individually  48  to  Case 
Finish:  Antique  Copper  Code:  ECC 


No.  V-32-E 

Streamline  Beamlite  -  Bare  with  Strap 
Diameter  Canopy  434" 

Packed  individually  60  to  Case 
Finish:  White  Enamel  Code:  CBEWE 
Synchrome  CBES 


No.  V-62-E-CO 

Streamline  Bath  Bracket  with 
Convenience  Outlet 
Bare  with  Strap 

Diameter  of  Canopy  414"  -  2 34"  Fitter 
Packed  individually  60  to  Case 
Finish:  White  Enamel  Code:  FBEWCO 
Synchrome  FBESCO 


No.  V-53-E 


Streamline  Holder 
Copperface  Steel  -  Bare  with  Strap 
Diameter  Canopy  434"  -  Fitter  334" 
Packed  individually  48  to  Case 
Finish:  White  Enamel  Code:  ECWE 


Synchrome 


ECS 
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JZe<zmlite.5  and  Heclt&crm  ^F'nduzel 


In  Appropriate  Designs  and  Finishes  for  Many  Requirements 


No.  V-42-E 

Bare  with  Strap  -  With  Eyelet 
Diameter  Canopy  b}/±" 

Packed  individually  48  to  Case 
Finish:  Ivory  Pastelle  Code:  NURSE 


No.  V-44-E 

Bare  with  Strap  -  With  Eyelet 
Flange  -  Diameter  Canopy  4T£W 
60  to  Case 

Finish  Code 

Ivory  Pastelle  AROMA 


No.  V-162 

2  Lite-Oval  -  Spread  12" 

Finish:  Ivory  Code:  CART 

Packed  individually  24  to  Case 

No.  V-163 

3  Lite-Round  -  Spread  1  2" 

Finish:  Ivory  Code:  VANG 

Packed  individually  24  to  Case 

No.  V-1307 

Bracket  4 Y2"  x  10T6"  -  Extension  5" 
Wired  with  Convenience  Outlet 
Packed  individually  1  2  to  Case 
Finish:  Ivorytone  Code:  ACJG 

No.  V-152 

Wired  Keyless  Code:  BOAST 

No.  V-1 52-PC 

Wired  Pull-chain  Code:  GROUSE 

12"  Spread  -  Finish:  Ivory  Pastelle 
Packed  individually  24  to  Case 


No.  V-2542-E 

Bare  with  Strap  -  Diameter  Canopy  5^" 
With  pull-chain  eyelet  and  deep  flange 
with  knock-out 

Packed  individually  48  to  Case 
Finish  Code 

Ivory  Pastelle  NABOB 


No.  V-40-E 


Bare  with  strap 
Diameter  of  Canopy  5  W 
Packed  48  to  case 


Finish 

Ivory 

Statuary  Bronze 
White  Enamel 


Code 

TROPHY 

WEND 

ALEX 
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M-ilcettaneoul  -l/crtclzzi  and  Hzacletl 


For  Interior  and  Exterior  Lighting 


68 


26-E 


148 


25-E 


21 -E 


149 


No.  V-68 

Drop  Cord  Canopy 
5%"  Diameter  -  Bushed  Eyelet 
25  to  Package  -  200  to  Case 
Finish:  Ivory  Code:  PIKE 


No.  V-333 

Porch  Lantern 
Crystal  Enclosing  Globe 
Diameter  -  Drop  6 x/i"  -  Fitter  3}/i" 
Wired  Complete  -  6  to  Case 
Finish:  Synchrome  Code:  CCC 


No.  V-67 

Outlet  Closer 
Diameter  5 

Packed  25  to  Package 
Finish:  Ivory  Code:  GIANT 


No.  V-26-E 

Bare  with  Strap 

Diameter  of  Canopy  4 Y2"  -  2 Fitter 
60  to  Case 

Finish  Code 

White  Enamel  RAZOR 

Synchrome  WOLF 


No.  V-148 

Cast  Metal  Porch  Bracket 
Backplate  4  x/\ 2"  -  Extension  7"  -  3x/\"  Fitter 
Wired  Complete  -  1 2  to  Case 
Finish:  Black  Enamel  Code:  GOFA 


No.  V-25-E 

4"  Kitchen  Holder 
Bare  with  Strap  -  5%"  x  4%" 

With  pull-chain  eyelet  and  deep  flange 
with  knock-out 

Packed  individually  with  straps  and  screws 
48  to  Case 

Finish  Code 

White  Enamel  NOMAD 

Statuary  Bronze  WALE 

Synchrome  WARD 


No.  V-21-E 

Bare  -  Less  Strap 
Canopy  4%"  -  With  Knockout 
10  to  Package  -  1  00  to  Case 
Finish  Code 

White  Enamel  OMEGA 


No.  V-149 

Cast  Metal  Porch  Ring 
6V2"  Canopy  -  3}4"  Fitter 
Wired  Complete  -  24  to  Case 
Finish:  Black  Enamel  Code:  GLAY 
Also  furnished  Bare  -  Less  Strap 
Packed  Bulk  -  200  to  Barrel 


■ 


